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THE DEPUTY DIRECTOR OF CENTRAL INTELLIGENCE 


3 December 1976 


STATINTL 


STATINTL 


fqfu urapnics — 

Headquarters GD-79 


Dear 


We greatly appreciate all the effort you both 
put in to designing and setting up the plaque to 
be given as a special award. 

It is a fine job. Thanks very much. 

Faithfully yours. 


E. H. Knoche 


STATINTL 
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